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J. L. CLARK, 
Refiners Sweep Smelter 


GOLD AND SILVER, 


NOVWS23S PILBERT STREET. 
Fine Gold and Rolled Silver for Sale. Gold and Silver of any kind Bought. 
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NARA RG104, Entry 1, Box 147 


[Abstract:] Wants bar of Silver re-assayed, with inclosure. 


J.L. Clark, 

Refiner and Sweep Smelter of Gold and Silver, 
Philadelphia, 

August 20, 1887 


Daniel M. Fox, Esq. 
Superintendent 

U.S. Mint 

Phila. 


Dear Sir 


Will you please have bar of silver reassayed instead of $4.50 worth of Gold, the person 
the same belongs to say was in the silver $20.00 worth of Gold. 


Yours Respectfully, 
J.L. Clark 


[Enclosed note: ] 


Mint of the United States at Philadelphia, Pa., 
Assay Department, 
August 20, 1887 


Dear Sir 


In reply to Mr. J.L. Clarks letter of this date — stating that he had received $4.50 of gold 
from a Silver deposit instead of $20, which he says was in it. I would say that we made three 
assays for gold & find them all to agree making his gold contained in the deposit $14.06 the 
charges I imagine came out of this. 


Very Respectfully, 
William M. Jutin 
Acting Assayer 


Hon. Danl. M. Fox 
Superintendent &c. &c. 


